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1. LOCAL REPRESENTATIVE OF L.D. CAULK CO., DIVISION OF 
DENTSPLY INTERNATIONAL INC., HAS ASKED THE EMBASSY 
TO NOTIFY ARGENTINE HEALTH AUTHORITIES THAT THE FDA 
HAS LIFTED THE SUSPENIONS IMPOSED ON THE SALE OF THE 
NUVA-LITE ACTIVATOR LIGHT IN VIEW OF THE MODIFICATIONS 
INTRODUCTED BY THE MANUFACUTRER IN THIS PRODUCT. 

2. ACCRODING TO THE LOCAL REPRESENTATIVE, FDA ALLEGEDLY 
NOTIFIED THE EMBASSY BY CABLE ANNOUNCING THE LIFTING 
OF THE SUSPENCION. 

3. THE EMBASSY HAS NO RECORDS OF THE AFOREMENTIONED 
TELEGRAM FROM FDA, THEREFORE THE EMBASSY WOULD APPRECIATE 
RECEIVING A CONFIRMATION FROM FDA ON THIS MATTER 

TO NOTIFY THE GOA HEALTH AUTHORITIES ACCRODINGLY. 
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